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with the crucible, the water is measured, and the combustion
started by a small piece of burning sulphur. The parts of the
apparatus being connected, and -the whole to the oxygen bottle,
they are all placed within the vessel K, and the stream of oxygen
gas directed to all parts of the crucible till all the coal is burnt.
During this operation the bubbles of gas from B pass upwards
as indicated ; delivering their heat to the water. This continuing